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CONPIDENTIAL PARIS 34864 

MILITARY ADDRESSEES ALSO POR POLADS 

E.O. 11652: GDS 

TAGS: PPOR, NATO, PR 

SUBJECT: NATO CONSULTATIONS 

1 . DURING DINNER CONVERSATION WITH QUAI OPPICER 
DE LA ROCHEPORDIERE (COUNSELOR POR NATO APPAIRS, OPFICE 
OF PACTS AND DISARMAMENT), EMBOFP WAS TOLD THAT IN 
REGARD TO RECENT INTERVENTIONS BY TINE IN BRUSSELS TO 
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NAC MEETINGS SHOULD BE REGULATED BY "CONSENSUS," 

QUAI BELIEVES THAT IT HAS PUT ITS POSITION ON 
RECORD IN BRUSSELS. QUAI WAS NOT SURPRISED AT 
NEGATIVE REACTION BY OTHER ALLIANCE REPRESENTATIVES. 

QUAI IS NOW INCLINED TO LET MATTER REST "FOR TIME 
BEING." DE LA ROCHEFORDIERE WAS UNWILLING TO DEFINE 
HOW LONG "TIME BEING" WILL BE. 
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